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PART in 


Stores Purchase 


Health Services Department 

TENDER NOTICES 

( 1 ) 


No. S4-9911/2011. 23rd February’ 2012. 

Sealed tenders in the prescribed Performa are invited 
for the supply of the following items to Medical College 
Hospital, Kozhikode-8. 

Superscription tender number should be specifically 
noted as S4/9911/2011. 

EMD — i%. 

Price of tender (in duplicate) ST— 460. 

Date and time of close of sale of tender forms — 
16-4-2012 at 3 p. m. 

Date and time for receipt of tender—17-4-2012 at 
5 p.m. 

Date and time for opening of tender —18-4-2012, 
12 Noon. 

Date up to which rates are to be firm—31-8-2012. 

Address of officer from whom tender 
forms are to be obtained and whom tenders are to be 
sent—The Superintendent, Medical College Hospital, 
Kozhikode-8. 


e<ft>ci(plcBce6)os 6imcui1(0Sira3 (ScOjoeges (m^oajru (.rail mil csejcoa 
ctnosup njoojemeu ailrairasnoo fflujamrailcri mlosulrai 
GciOoorarrolraS cnilraS admiral fflS6ngojc&>a3 dMdsrnl^raAOggjcroj. 

6)ssn§(3 cftcuoIcnjajc&glraS fflssn§(3 cncmai 

n3)cru 4/9911/2011 a®crn oj^usitniaoccol cft)06rnl^jlffl1(Sc9fflSTie«»06rn. 

ablfflcmiraanjO— 1 %. 

fflS6neols)cig ailei (so<£bcru rarcscesio):— 460. 

6iS6ng(3 enflooo ailroSceojam (aranicruom railcrsrailmijo 
cniamiaijo— 16 - 4 - 2012 , 3 aonl. 

6issns(3 cft>1(s§sns rareajcruoai railmirailmijo 

(Tumcoxujo-17-4-2012, 5 2)61711. 

6)S6n§(3 fflnJogloBSijcm railmjrailmrjo cniamirujo—18-4-2012 
g.ajmi<es> 12 216ml. 

6)S6n§dlra3 njomijam crilra<flfi)jcft.a 3 L^o^m^rarrolejlralcscossris 
railed) rail — 31 - 8 - 2012 . 

rassne(3 dtioooo c&)l§janraijo njjralnjl^' 
raraaDQacs^sneraijaocQ) culeiocruo—cnijtn-isre, rafflcuilcasira3 
Gcftoegss rarajc/DjnJtrail, (Sca>oip1cB<flsios. 










Details of Items 


1. 

Electric bulb (60 w) 

—400 Nos. 

2. 

Electric bulb 100 w 

—200 

55 

3. 

Electric Tube 40 w Flurecent) 

—2200 

55 

4. 

Electric Tub thin (T5) 

—350 

55 

5. 

Electric chock 40 w 

—100 

55 

6. 

Electric Chock for the thin tube 




(15) 

—125 

Nos. 

7. 

Capacitor for fan 

—250 

55 

8. 

Sterilizer coil 200 w (Butterfly 




type ) 

—100 

55 

9. 

Three pin 15 ampere (male) 

—50 

55 

10. 

Three pin socket 15 ampere 




(female) 

—50 

55 

11. 

Three pin 5 ampere (male) 

—50 

55 

12. 

Three pin 5 ampere (female) 

—50 

55 

13. 

Three cover wire for sterilizer be- 

—50 mtrs. 


( 2 ) 

No. S4-10164/2011. 23 rd February’ 2012. 

Sealed tenders in the prescribed Proforma are invited 
for the supply of the following items to Medical College 
Hospital, Kozhikode. 

Details of Items 

1. Plastic cover (Yellow) above 50 micron seal 
affixed (printed) Length 75cm,width 60cm—1850 Kg. 

2. Plastic cover (Red) above 50 micron seal 
affixed (printed) Length 75cm,width 60cm—1850 Kg. 

E.M.D—1%. 

Superscription tender number should be specifically 
noted as S4/10164/2011. 

Price of tender (in duplicate) + ST Cash only/ 
Monery order — 1,125. 

Date and time of close of sale of tender forms— 

16- 4-2012, 3 p. m. 

Date and time for receipt of tender— 

17- 4-2012, 5 p. m. 

Date and time for opening of tender— 

18- 4-2012, 12 Noon. 


Date upto which rates are to be firms— 
31-8-2012. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent— The 
Superintendent, Medical College Hospital, Calicut. 

(Sca>osp1cBc0fflos 6)ffl(u)1c9S)«53 Gc&iocsges cm^crej^iRrilcoilGeicere 
(0)06) ip njocffijcmm oil cm ca 6no o s) -u cm codcn mloa/l®) 
g nooo «5TO)1 ra3 crulcoS s >njera to) 6)S6neoj <&>o3 c&&i6tt>1 

6)cfti033KTT)1. 

eDmnilajfflo 

1 . nJOCTulcft € 9 ) 01(3 ( 2 ) 6 T 0 T 3 )) 50 6 ) 6 ) m G i.c 9 ) 0 6 TT) 1 <DJ 

ajc 9 )g 1 (o 3 m)°l(o 3 6 )nJd»c 3 ) ((.njla^cu)) cnlgo 75 

6)CTU ffll. QJ°I(0)1 60 6)00.2)1. 1850 c9)1. (COOo. 

2. (Tjoamlcfc c 9)QJ(3 (njjaioj) 50 6)6)aG(.c9>o6m1mj 

ajc 9 )g 1 (o 3 crulcaS 6 )Djd»ca) ((.nila^cu)) cnlgo 75 

6)CTU (2)1 ail(0)l 60 6)00.2)1. 1850 c8)l. (.0) Oo. 

6 )S 6 tiec 3 cored!) <r»c 9 S)j cm <&> oi olcnjajcft, glcoS cncni (3 
Cif)an) 4 /I 0164/2011 a®On C 11 ^c 9 (i» 2 ) 0 d »1 c 9 ) 06 mlylffllc 96 ) 6 mo. 

6 )S 6 TT 5 c 3 GaD 0 O( 010 )l 6 ) 0 ^ (lil&l S 0 c 8 bCroSc 96 )o - 1 , 125 . 

6 )S 6 tbc 3 GaDooo oilco 3 t 96 )jcm careoicroocn co)ld»( 0 ) 1 d 2 )jo 
cmatreaijo—16-4-2012, 3 2)6rn1. 

6 ) s 6 n§ (3 c 9 ) 1 g§ 6 tt 5 coreaicruocn coilc® (midsjo 

CTUadSOJJo-17-4-2012, 5 2)6001 

6)S6nsc3 (oijocseijcm (0)ld»(0)ld»jo ot^oqkijjo— 18-4-2012, 
12 2)6rrel 

6)S6neolco3 ojodsjcm crilffl<s6)jc8)a3 (.oJ06Hiei^caio)leil®lGc96)6rTg 
(oreojanocn (0)1d»(0)1 — 31-8-2012. 

6 )S 6 T 1 gc 3 GaOOOo t 9 ) 1 §jaTX 0 )lcnjo rUJCakjVj C 0 red 2 XS))Gc 96 ) 6 n 3 O)J 2 )Od 2 ) 

aileiOCTOo-Cn) 2 LnJ 6 ne, 6 ) 2 )CU)lc 96 )(a 3 Gc 9 ) 0 GgS 3 cora^n-lt®)! GcS) 0 Sn 

Gc96)0S-8. 

Medical College Hospital, (Sd.) 

Kozhikode- 8. Superintendent. 




